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FRASEL 


PAR? NUMBER 


i. 


8621L or IM 


(a) 3646 
(b) 3653 


Re 


3. 


i. 


8757, MB 5, MA 2 
$632 
$633 


S621L or IM 


(a) 3646 
* (b) 8653 


ae 
3e 
he 


8757, MB 5, MA 2 
8632 
3633 


FHASE_LL 


i. 


S621L or 1M 


{a) S646 
(b) 8653 


Re 
36 


he 


S757, "B 5, MA 2 
$632 
S633 


SCHEDULE I 


DESCRIPTION 
Pressure Suit 
Gloves 

Boots 

Helmets 
Coverall, Inter 
Coverall, Light 


Flayaway Kit 


Pressure Suit 
Gloves ‘ 
Boots 

Helmets 

Coverall, Inter 
Coverall, Light 


Pressure Suit 
Gloves 

Bects 

Helmets 
Coverall, Inter 
Geverall, Light 


72 
72 


Quy QTY REciIvep 


Amendment & 
Amendment 4 
Amendment $ 
Amendment & 
Amendment & 
f&sendment § 
Agendment 2 


Amendment 8 
Amendment 8 
Amendment ® 
Amendment & 
Exhibit A 
Exhibit B 


Amendment 8 
Amendment 2 
Amendment 2 
Amendments 3 and & 
Amendment & 


Amencment & 
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3e 


Ae 
5. 


F2400 


FD1500 


DESCRIPTION 
Reguister Assy 


Seat Pack Assy 


Regulator 


Disconnect 
Hose Assy 


Panels A/C 
Bottle Assy 


Facepiece 


Mask Reg, Hose Assy 


Regulator Aesy 


Seat Pack Assy 


Regulator 


Disconnect 


Hose Assy 


QTY QTY RECEIVER © INVOICE 


10 
9 


12 


29 


10 
25 


See Amendment & 


Yh NNN NNR 


fa) 
mnN 


See Amendment 3 


See Amendment 8 


Sarr FG pew ww 


You 57-2460 
1890 4/3/56 
You 57-8596 


4409 7/3/57 
1900 4/13/56 
1903 4/18/56 


22175 §/9/56 
22179 8/7/56 


You §7-6582 
2410 3/12/57 


22113 5/8/56 
1623 2/9/57 


Vou 57-171 
363 10/30/56 


1792 3/8/57 
1708 «2/27/57 


358 10/29/56 
7927 11/15/57 
7363 10/25/57 


8183 11/9/57 


256 9/27/56 
396 10/2/56 
291 9/19/56 
£44 9/27/56 


Approved For Release 2000/04/182 CIA-RDP81B00879R000900100008-8 


Approved For Release 2000/04/18 : CIA-RDP81B00879R000900100008-8 


PART NUMBER = DESCRIPTION 


6. 9002 Panele A/C 10 
7. FeO, Bottle Assy 2 
6. 9003 Facepleces 52 
9, F010 Mask Reg, Hose Assy 48 
PHASE TU 
2. 9000 Regulator Assy 9 
2. 9008 Seat Pack Assy 4 
3, ¥F2400 Reguiator 4 
he FDI500 Disconnect 4 
5 Feaié Hose Asay 10 
6 F002 Paneis A/C 2 
7. ¥F9004 Bottle Assy 2 
8. F9003 Yacepleces 9 
9. F9C10 Mask Reg, Hose Assy 16 
3 


QTY QTY RECEIVED 


9) Shipped 


15) Direct to 


Bick Boehme 
2 
See Amendment & 


15 
See Amendment 3 


See Amendment & 


INVOICE 


259 9/1/56 
259 9/4/56 


250 


8/30/56 


379 9/20/56 


2439 3/18/57 
B14 11/6/57 


9/27/56 
12/18/56 
9/i1/% 
10/10/56 
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C_CONT = 1.230 
SCHEDULE TIT 
PHASE 2 
PART NUMBER DESCRIPTION QTY gay RECEIVED TRVOICE 
1. DDCON-S6 Treining Console 2 2 You 56-1507 
2 (FP-DD-C-COA-86 Vou 56-1398 
2 "oon You 56-1504 
2 noo Vou 56=2345 
z rR Vou 56-2346 
1 noo You 5602953 
5 "of Vou §6-2986 
2 nm OR You 56-3033 
1 (DD-CON-86-1) Yau 56-2955 
2 il You 57-93% 
4 noon Vou 87-9672 
PHASE JZ 
1. DD-CON-86 Training Console 722 20 You 7001732 
No Date 
PHASE Jit 
j 1. DD-CON-66 Training Console 3 4 36-36987 
| (BB-CON-C-3) 12/13/56 
Received 


4 
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QONTRACT BF-1230 
TON s 
DESCRIPTION eed 
i. Special Tooling for use at plant 1 Set 
2. See Amendment Nr. 2, 8. 
3e Seo Amendment. Nr, 2. 
de See Avendment Nr. 3. 
Se See Amendment Nr. 4. 
be See Amendment Nr. 4 and Kr. 9, 
Te See Amendment Nr. 5 and Nr. 10. 
&. See Amendment Wr. 5. 
9. See Amendment Nr. 5 and Nr. &, 
5 
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CONTRACT HF-1230 
AMENDMENT NR. 2 
ITEM NR. 
3a5. DESCRIPTION SEY Tk _REGRIVED oe ‘ 
Fiyaway Kita 3 1 You 56-834 
1 Vou §6-805 
1 You 56-1237 
3b2. Add to Sohedule IV. 
Item 2. Travel-Contrator Representatives, 
Ttem 3, Facepieces QTY oTy RECEIVED JIBVQICE 
& No Hecord 
6 
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25X1A9a 
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38. 


3f. 


Schedule 1, Phase IlI-Replace basic item 2 with the following: 


8757, MBS, MA2 He imet 


Say 
113 


Seq Amendment § 


Schedule 2, Phase I-Replace basic item 9 with the following: 
Mask Fog, Tose assy QT GIY-RECEIVED TIVOICE 


Schedule 2, Phase IT 

a, Delete ite 9 in its entirety 
Schedule 2, Phase IIT 

a. Delete item 9 in its entirety 
Schedule 2, Phase I~ Add item 10. 
10. F750 Ymergency Oxygen Reg. 
Schedule IV-Add:s 


4. Fe-8-5 [I Parachute 


13 


No Record 


No Record 


13 


You S7-11415 
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ITEM 
303. 


SONTBACT HP 1220 
MENA NR, 4 


Schedule I, Phase I, II and ITI~Add: 


PaxrtEzs Daseription Qzx* Qty Received Invoice 


$645 Gloves 


204 See Amendment & 


*addition of gloves supplied w/suit assemblies 
3620 Carrying Bag 102 See dmendment € 
Design Change 204 See Amende nt ¢ 


Schedule I, Phase IT~Add: 
8694 Flyaway Kit 2 2 


Sehedule 2, Phase I-Adds 
Disconnect Assy 6 No Record 
P1553 Off-On Reducer 6 APA 


Schedule 2, Phase IT-Adds 
Disconnect Assy 51 18 314680 


25 B1L680 
F553 Off~ON Reducer 452 45 
3 
Schedule 2, Phase III-Add: 
Disconnect Assy 2 
F1553 Off-0n Reducer 6 6 


Schedule 4, Add: 


Facepiece Bag 58 56 
Uaderarm Preserver 18 13 
MA2 


8 


FR 34-4.99 
1/22/57 
Vou 57-9588 
9/24/56 
800 12/14/56 
1038 by hd 
503 -11,/20/56 
asaa/7 
26037. «1/8/57 
37LA 9 /24,/58 
437 = 10/10/56 
S16, 12/13/56 
$101 11/8/56 
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SONTRACT Brn 1229 
AMENDMENT HR. 5 
TTEM 3. Sehedule IV-Adds 
7. Tectnical Date for 190 Systen. 
Description atz 
&. Handbook Oper. and Maint. of System 1 
b. Handbook on Overhaul Instr. of System 1 
6 Tllustrated Parts Breakdown on System 12 
d. Handbook of Oper, and Maint. -¥2400 See Amendment 19 
# Handbook of Diustrated Parts Brealdown 1 
¥2,00 . 
£. Handbook of Oper. Service, Overhaul, Illustrated 
parts Breakdown-F2050 i 


@- Handbook of Oper. Service and Overhau! 
F2578 


h. Handbook of Oper., Service and Overhall 
79025 1 


&. Handbook of Oper. Service and Overhaul 
F900, 


8. Tool Kits, personal equipment repair See dmendment 10 
9. FI71100~1 SIX OTF RECEIVED INVOICE 
Test Kits for personal equipment 2 2 4205 6/20 a 
2 5212 9/9/57 
1 10258 ina 
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CONTRACT HF-1220 
AMENDMENT NR 6 = ADD 
SCHEDULE Y 
<iEM FART NUMBER DESCRIPTION QTY QTY RECRIVED INVOICE 
1. MEV 35, MEV 28A, MEV38 Hawk Valve Farts 30 30 769 12/3/56 
2. F900, Bottle Assy Ae 13068 4/15/58 
3. 561110 Male Disconnect 2 2 1669 2/18/57 
4e 14689 Fomaie Disconnect 1 1 You 57-15911 
%. Facepiece, big hoses 6 6 You §7-18236 
6 89003 Facepiece 25 No Record 
7. F2445 Hose Assy 12 Bo Record 
&.  F244,8-1 Hose dou 1740 3/4/57 
9. F2448-2 Hose 8 & V6 1/24/57 
10. F2448-3 Hose 30613 6 1/24/57 
11. F2448=4 Hose é 8 16 1/24/57 
12, F2448-5 Hose e 8 U6 1/24/57 
13. F2448-6 Hose 6 8 146 1/24/57 
U4. F2400 Regulator 2 2 7352 10/25/57 
15, MEV35, MEV3S, MEV2EA Hawk Parts 15 Wo Record of 35, 28A 
5 (38) 3247 6/5/57 
16, Hawk Exhalation Valve 10 No Record 
17. Auto Opening Para 1 1 Vou 57-15884 
18. = -F3290 Electr, Yose Ext. 16 Mo Record 
19. F2617 Charging Valve 6 1 1739 3/4/57 
20, Valve Care Wrench 1 Ro Record 
21. ¥Fe448-i Rose WDAL500 3 3 3048 5/15/57 
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2 
33 
20 
25. F24LB 4 Rose 13 
26. F2448-5 Hoge 15 
27. F2s48-6 Hose 13 


SCHEDULE VI 


QTY QTy RECEIVED INVOICE 


2 1672 2/26/57 

No Record 

8 1673 (3 Due In) 

8 2965, 2964 5/3/57 
1 2761 $/2/57 

10 1669 2/26/57 

9 791 12/12/56 


1§ 1467 1/24/57 
10 1669 2/26/57 


Items 1 thru 60 ~ spare parts for performance of overhaul and repair under 


Contract TM-16. 


Items 1 thru 4 - apare parts for factory overhaul of F9000 oxygen system. 


il 
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| SURI PART NUMBER DESCRIPITON QTY E.R. QTY RECEIVED ZNVOICE 
| 28. Helmet Bladder Mod 12 12-§2 1 $301 2/1/57 
! 29. 9025 Press to Test 4 1R-kel es saa ¥-0016959 
| direct to m.p0n6s60 
| 30. F14680 tower Half Discon 1 l-he1 1 * 
| Bl. F1553 Reducer 1 9 Waed-1 1 " 
! 32. Female Amp Com, 1 22-4-1 1 * 
| 33. Drawing 1 = 2-4-1 1 " 
3he PPOO3 Facepiece w/hose (MBS) 20 121-5 29 25582 4/23/57 
35. FR7700 Facepiece w/hoge 30 1-21-5330 oes 4/23/87 
%. ©F27710 Hose Assy 15 1-21-5 15 25562 4/23/57 
25X1A9a 37. = thru 43 Per telecon Request [i 
| é4. FI71110-1 Facepiece (Standard) 10 2-88 10 25583 4/23/57 
| 45. S64°78 Manifold Assy 6 2912-9 6 25584 4/23/57 
46. thru 52 No Record 
| 53. S646 Gloves -69 1 i $238 12/57 
| 54. ACS-71 Bladders 3 3 8861 6/11/57 
| 55. ACS~10 Bladders ss * 3 $860 6/11/57 
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SONTEAGT BF-1220 
Schedule I, Phase T~ Change items 1, 2, 3 and 4 to read as follows: 
EB | PARTNULEER DESCRIFTIO’ QTL QI RECEIVED JMVQICE 
1. 36211 Prassure Suit 68 See Exhibit K 
8646 Gloves 68 See Exhibit L 
8653 Boots 68 See Exhibit 
2s 3757, MBS, MA2 Helmet 28 See Exhibit ¥ 
3. 8632 Coveralls, Inter 29 See Exhibit 0 
he $633 Coveralle Light 35 See Exhibit P 


Schedule I, Phase IT-Change item 1 and 2, 


l. 86211L Pressure Suit 89 See Exhibit PF &G 
8646 Gloves 89 See Exhibit H & T 
8653 Boots 89 See Ehibit J 

2s 3757, MBS, MA2 Helmet Ta See Exhibit ¢ 


Schedule T, Phase Ty I-Change items 1, 2s 3 and 4. 


1. S621. Pressure Suit 3, See Exhibit F & G 
8646 Gloves 34 See Exhibit H & I 
8653 Boots 34 See Exhibit J 
2. S757, MBS, “A2 Helmet 13 See Pxrhibit ¢ 
3. 3632 Coveralls, Inter. 17 = See Exhibit A 
Ae 9633 Coveralls, Light 17 See Exhibit B 
Schedule I, Phase TV¥~Add 
1. S6211M Pressure 
First Suit 27 See Exhibit F & G 
Secon’ Suit 25 See Pxhibit F & G 
as 8757 Helmet (MBS) 2 See Exhibit C 
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7. 
8. 
Schedule I ~ General ~ Phase I, II and IIT. 


i. 


Re 


3. 


S632L Coveralls, Inter. 
3633L Coveralls, Light 
86470 Gloves 
Firat Pair 
Second Pair 
8653 Boots 
Carrying Bage 


QTY RECEIVED. JEVOIGE 
Jee Exhibit C 


See Exhibit A 
See Exhibit B 
See Amendment 9 
See Amendment 9 
Seo Exhibit J 
See Exhibit D 


Maintenance and modification of suits, helmets and gloves as set forth 


in Attachment *A" hereof 


$3,249.20 


Spare suite, helmets, gloves, coveralls, etc. as set forth in Attachment 


"BY page 1, hereof 

3646 Gloves 
Carrying Bags 
BSesign Change 
Spare Parts Package 


161 
101 


Schedule II, Phase I ~ Change items 1 and 10 to read 


le 
Ze 


Fg000 Oxygen System 
Deleted 


Schedule TI, Phase TI ~ Change items 1 and &. 


1. 


8. 


F9000 Oxygen Syatem 


F9003 Facepleces 


9 


55 


See Amendment 10 
See Exhibit 5 
Sea Amendment 10 


7 3531-439 
3/29/57 

2 You §7-10306 

2 Vou §6~2757 


i 

3 

5 

2 

6 2411 3/12/57 
4 

Ne 
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Schedule II, Phase III - Change item 1. 


2. ¥F9000 Oxygen System 9 5 Vou 7000117 4/24/56 | 
5 Vou 7202180 2/17/56 
Sehedule I¥V-Change item 2 end 9 to read: 
Ze Travel - Contractor Representative 
5. Teast Kits for personnel 
equipment 5 A You 57~20443 
ATTACHSMENT. "4" 
1. Maintenance and Modification of Suits, Helmets and Gloves 
PART BUMEER DESCRIPTION gry am s/o InyoIcs 
Sueb211L Suits Repaired 1 for ~2§ 12 Vou 56-2733 
6/18/56 
1 for ~28 Ho Record 
1 for +32 1 R739 
1 for -35 No Record 
2 for -~17 2 3477 & You 
57~10935 
1 for Unk 3/7/58 
8646 Gloves Repaired 1 for -33 1 Vou 574170 
7/5/56 
1 for -34 1 8716 6/29/56 
1 for ~ 38 Neo Record 
4 for #31 3 $704 5/8/57 
$692 MA2 Helmets Repaired 42 % - Vou 87-17707 
8622L Suit Repaired ~—5 s | i $918 1/31/57 
86211 Suit Repaired -56 1 1 S279 1/21/57 
8692 Helmst Bladder & | 
Case Assy Repaired 4 4 9635 4/24/57 
9 S216 1/3/57 
17 $191 12/18/56 
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25X1A9a 


25X1A9a 


i 
| 
| 


i 
{ 


| 
| 


26x1 A9a 


25x1A98 
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ATTACHMENT "Be 
2. Spare Suits, Helmets, etc. 
PART RUMBER DESCRIPTION 

8621LM Pressure Suit << 1 
8646 Gloves «4 1 
9653 Boots <4 i 
$646 Gloves 1 for ~4 x 
1 far 9 1 

1 for ~11 1 

3 for 5 3 

6 for 5° 

12 Unknown R 

8652 Helmet MBS 1 for -11 1 
il per i 1 
8692 Helmet Riadder & Case Assy 19 
Helmet Spanner Wrenches 2 

Glove Bladders 6 

S674 Carrying Bag -5 1 
Spare Parts Kits 2 

1 sult por 

8653 Boots 1 for - 1 
2 oa 2 

S632L Coverall, Inter for <5 1 


16 


1 3696 5/7/57 
1 RB23 8/9/56 
Ho Record 

1 8478 3/7/58 
Ko Record 

No Record 

2 $718 1/31/57 
No Record 

No Record 

1 $379 2/14/57 
No Record 

18 $158 re 
fA 8716 6/29/56 
Z You 57-6006 
é You §7-6006 

I $318 1/31/57 
See Amendments 9 and 10 

No Record 

1 Vou §7-17706 
No Record 

i You 57-21488 
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Tten Br. 
2a Sehedule I, Phase TVCheange item 6. 
FARE NUMBER DESCAIPTION 


& S647D Gloves, Prass 
First Pair 29 
Second Pair Ned 


See Exhibit H & I 


2d. Delet item reading Spare Barts Kit-See Amendment 10. 


2c. Schedule V—-Change item 43. 
43. FDLs00 Disconnect 9 


13 4232 6/26/57 
2d. Sehedule Vi-Delete iteme 1 and 2 Spare Parts for overhaul of F000. 


Ze. Item 3 Spare Parts for overhaul of F9000 Oxygen Systems. 


SCHEQULE VII-ADD 
1. OMi8693. Heater Contr. 6 
2. pi4615 Dust Cover 6 
3. Bl4612(814777 Bracket 6 
ha 549~96D 041 Seal Pump 3 
8. FEV1451~2 Assy Demand Valve 6 
6 F2569 Disphran, Suit 4 
7. F2568 Disphram Suit Cont. 6 
8 Fi7140 Assy Exhaust Valve 6 
9. ¥FL7143 Assy Mesk Exhaust Val, 6 
10, F2542 Cap 6 
li, A1265 Disconnect Female 3 


Esh, QOL RECRIVED 
Iw1B=4 6 08267 


1-30-6 6 1670 
1-3-6 6 1670 
2~12-610 Cancelled 
2~12-610 4722 


6 
2-12-610 4 
2012-610 6 
212-610 6 4722 
2-12-610 6 
2-12-6110 6 
212-610 3 


INVOICE 
2/14/57 
2/18/57 
2/18/87 


1/20657 
7/20657 
7/20/57 
7/20/57 
7/20/57 
7/20/57 
1/20/57 
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PR. QTY RECEIVED INVOICE. 


12, AN601-1B Gauge %~2000 PSI 9 Bo Record 
13. S2A Bias, Binding 10 Ya dul7-646 10 TA 3247 6/5/57 
uu. S3A Nylon Oxford MIL-C-$08 15 Yd 4-17-646 15 Yd 3247 6/5/57 
15. 3596 “Male Connector 4 bn17O46 468, 8/1/57 
16. 8697 d-Way Mtting Al224 4 4-17-6646 4 L654 8/1/57 
17. S709 Stlecon 3 The 4m17-646 3 4219 6/20/57 
18. 8716 Needles Sewing Machine 2 PK 4-17-646 2 3247 6/5/57 
19. S4A Kylon Thread 2 Ib 4-l%m646 2 3247 6/5/57 
20, MEV~38 Valve 5 hn17-646 5 3247 6/5/57 
#1. Al-225 Connector Bayonet, Fem.12 3-14-1022 4641 8/15/57 
22, Al~265 Connector 12 RU-10 286-12 4642 8/15/57 
23. AL-229 * 12 " 12 " " 
24. Al-288 " 12 ® w " " 
25. Alm2e8 " 12 ) 12 8 " 
26, Al~226 " 12 8 12 " " 
27. AL~267 * 12 " 12 " " 
28. Al~287 * R ® Rw * " 
29. Al-218 " 12 ® 12 * ® 
30, AlL-239 " 12 " 12 ® ro 
31. AL~247 " 12 " 12 " " 
32, ALSO76 n 12 # w ® K 
33. AL~248 " m% n 24 " f 
Be «AL-328 n 24 " 24 " a 
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ad 
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35. = AL-251 Connector 

3%. AL-279 « 

37. = Al-263 * 

38. AL~264 ‘ 

39. AL-323 : 

£9,  AL+259 . 

41. AL-289 ® 

42. AL-266 R 

43.  AL-304 * 

bao AL-271 “ 

45. &L-299 . 

46. Helmet BladderMA2 

AT. 864,70 Gloves 

48. 3709 Silicone 

49, ¥1375-3 Cap 

50, SM11-20P Block 

51. 14680(171108) Disconnect 

$2. AlL~259 Mapter 

$3. AL-323 Adapter 

54. 2607-2 Valve 
F46400-9 


24 


on 


19 


: | 


516-657 
516-657 


5016-657 
11-18-20 
12-18-20 
11-8~75 

Li+13~19 
11-13-19 
11+13~19 


Rw Fe & EBB 


oP 
So 


4641 


Rn 


" 


x 


" 


8 


8/15/57 


® 
w 
Ey 


" 


8 


Vou 87-8423 


$861 
12329 


6/11/57 
SA 


3/15/58 
2/19/s¢ 
2/11/58 
11/25/57 
1/10/58 
1/10/58 


z/A3/se 
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15. 
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9025-3 Flow Tester 6 
F2433 Fitting 2 
F2534 Valve 5 
F2167 Menifold 3 
P9025 Omygen Flow Tester 2 
NL Relief Valve for 2 
F2607=2 maceée 2 
2564M Mask Vent Dia. 12 
25633 Suit Vent Dia. 12 
F2571 Disphram 4 
S714 Wire Brush 10 
Kit Zipper 1 
¥2617 Valve 1 
5699 Connector 5 
$717 Gasket 0 Ring 25 
34590 Tape 10 
PP-MEV-38 0s“ Valve 25 
FP. MEV~28 Valve 25 
$728 Stops 5 
8534 Clip 160 
F1é111 Strap 20 


1-25-21 
11-25-21 
6370679 
619-683 
7~19~009 
J~19~009 
7=19~009 
7219-009 
Ju 19-009 
7=31-019 
8-9~15 
8~29-b4 
8-29-44 
8-13-33 
813-33 
8-13-33 
8-13-33 


8+13~33 


8-13-33 
8-13-33 
Law] So2d 


100 


16 
4 


Record 


7650 


THVOICE 


3/15/58 
11/26/57 
10/2/57 
8/1/57 
10/3/57 
9/12/57 
9/12/57 
9/12/57 
9/12/57 
9/12/57 
10/23/57 
11/9/57 
2/27/58 
11/5/57 


11/5/57 
11/8/57 
11/5/57 
ieeae 

1/8/87 
een 
11/5/57 
11/5/87 


12 
eae 
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TTR = EARLNUMBER 
7%. $713 
77. Fis 
78. S722 
7. 1263 
60. 38717 
Bl. 1375-3 
82, F2578 
83. S724 
G4. BZA 
85, 5693R 
86. 3693L 
87. 3706 
88. S44 
89. 5723 
90. SA528 
91. $725 
9. S727 
93. 8702 
9%. 8698 
95. 8717 


96. PP MEV. 35 


97, 8747 
98 S691 
99. S8136a 


Pliers 

Auto Release 
Pog Proofing 
Valve 

Gasket 

Cap 

Valve 
Accelerator 
Bias Binding 
Glove Bladder 
Giove Bladder 
Brushes 
Weopreme Cement 
Compound 

Valve Cover 
Gas/leak Detector 


12* Zipper 
49" Zipper 


4~Way Fitting Mod 
Gasket 
Gasket 


Grommet 
Hose 
Lacing 


A 


18 


3 
15 


PR, QTY RECKIVED INVOICE 


9-26~-55 
9~26~55 
12¢3~23 
12=3—23 


12+3-23 


12-3-23 
12-3-23 
3-4-6290 
3-4.~620 
3=4,-620 
34-620 
3-4-620 
3aL-620 
34-620 
3nd620 
3-4-6820 


Juoh-620 
3-4—620 


34-620 
34-620 
3~4-620 


4~620 
3~4-620 
3—h-620 


{ 


No Record 

12 Vou 5715884 | 

6 wen = 2/11/58 
30-9702 2/18/58 | 
25 10821 2/11/58 
20 = 11420 2/19/58 
10 10812 2/13/58 | 
12 «4218 6/29/57 

5 3245 6/5/57 | 
% 4218 6/20/57 | 
160-4218 6/20/57 
46 = 4238 6/20/57 

2 3245 6/5/57 
109-8180 11/9/57 
12 = 8180 11/9/57 
act yin 
23245 6/5/57 
7 You 58-7172 

3 «3245 6/5/57 

& 7605 10/8/51 

5 8180 11/9/5% 
45 4665 8/1/57 

3 «11236 2/27/58 
18 8180 11/9/5' 

3. «8180 11/9/5 
“15 3245 6/5/57 
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iil. 


113. 
114. 


115. 
1216. 
117, 
118. 
119. 
220. 
121. 
122, 
123. 


FPMPV-26 A 


FR-MEV=38 
(38) 


FP-MEV=284 


8525 

$718 

8530 

S48 
FF~MEV=28A 
$710 

S712 

$713 
F171100~01 


Bladder Material 


Valve 


Vieve 


Webbing 
Bladder 
Bladder 
Connector » 
Amphenol Ext. 
Connector 
Silicone Lube 
Stap 

Stop 

Tolucl 


Valve 


Webbing 
Connector 

Tape 

Thread 

Valve 

Selszers 
Zippers Pilers 
Clasp 

Teat Kit 


3 
6 


'~ 
QO 


er, ee Sy Cy Ces 


3~d~620 
Buh b20 


3e4,~620 
3~h-620 


3=h-620 

6-13.673 
6-13-673 
6~13-673 
6-13-673 
6-13-4673 
6-13-673 
6=13-673 
6-13-673 
6~23-673 


6-13-673 


6=13-675 
Ta12=? 
Ja12~7 
J-13-7 
Jul 3~7 
Blak 
Bul=14 
1-14 


3 


bn AY 


1 5- 16-657 6844 
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3245 6/5/57 


4218 6/20/57 
#127 12/5/57 


4665 8/1/57 
£665 ers 
#172 8/7 
3245 6/5/57 
D Vou 59-13707 


D You §9~13707 


12647 

4657 8/1/57 

11238 2/27/58 

D Vou 59~13707 

D You 59-13707 
D Vou 59~13707 
D Vou 59-13707 
12328 3/15/58 
12647 3/26/58 


D You 59+13707 

4892 8/21/57 
4692 8/21/57 
4892 8/21/57 
5330 9/12/57 
6189 9/20/57 
6189 9/20/57 
6189 9/20/57 
24~57 


3/26/58 
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| 

i i 

SCHEDULE Vi CONTINUED 
2 t 


124. ¥F1263 Fitting 8 321-11 8 3070 5/15/57 
125. L2 Guage 6 3-21-11 § = 3070 5/15/57 | 
126, F2607-2 Valve 10 B21-11 10 3070 5/15/57 
127. 2578 Valve 5 #213 5 4698 8/6/87 
128, AL226 Fitting 15 3-21-11 1503070 5/15/57 
10 Over 8184 11/9/57 | 
129, F2405 Fitting 16 21-11 16 3070 5/15/57 | 
130, ¥9025-1 Valve 5 21-11 2 9847 2/3/58 
3 («9879 2/4/58 
131. 99038 Cable Asay 10 3-22-11 6 9868 3/4/58 
132, 3699 Pin 1 322-11 12024698 8/6/57 
133. AL225 Connector 10 321-11 10 3070 5/15/57 
134, 2609 Cover 40 3-21-11 40 4698 8/6/57 
135, 814615 Cover 10 3-21-11 10 3070 5/15/57 
136. MEV-35 Valve 10 321-11 10 3070 5/15/57 
137. MEV28A Valve 19 R2i-11 10 ©3070 5/15/57 
138. MEV38 Valve 10 B2l-11 109 3070 5/15/57 
139. 018693 Heater 20 21-11 20 3401 6/18/57 
140. 8698 Fitting 10 321-11 10 «4698 «8/6/87 
1. 38697 Fitting 8 321-11 8 4698 6/6/57 
42. 3596 Connector 10 21-11 10 4698 8/6/57 
143. S693L Bladder 12 3-21-11 12 4888 6/23/57 


14h. S693R Bladder 12 3-21-11 12 4888 8/23/57 | 
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PHASE V — ADD: 


21 PARTNUMBER © DESCRIPTION 


1. 8692 %. Helmet Bladder 30 
2. 8620 Bag Carrying 7 
3. thru 16, See Amendment Nr. 10. 
17. S674 Bag Carrying 12 
28. 9653 AF Boots for ~60 1 
BELISION 70 SCHEDULE Jt 
Schedule II ~ Add Phase IV 
1. ¥561310-) Disconnect 15 
2. 1553 Reducer 13 
3. F006 Seat Pack 5 
he = F2'7'700 Faceplates MAZ 3 
5. F2050~2 Reducer 2h 
6. F2i00~6 Regulator 10 
7. BUé79 Diseonnect 29 
(¥273107) 
8. ¥F2050 Reducer 25 


2-8-7 


Bun 2 Qa d ds, 


3-4-620 


11-14-18 


1-30-6 


516-657 


516-657 


1-13-19 


11-26-22 


2~19—9 


7=Hm13 


% 3530 4/2357 
(Sea item 20, Amend 10. 
for coverage of over—_ 
ahipnent) 

7 8133 12/5/57 

2 8693191 5/23/87 
1 45268 11/8/57 

156 = 2825 4/22/57 

Fs Vou 56-9588 

3 ©8087 10 187 
a 5166 31/57 
1 13749 6/1/58 

12 «12519 3/31/58 
(12 Due IN) 

6 U5l2 5/28/68 
(¥2050~< ) 

1 10546 3/13/58 | 
2 9233 1/22/58 | 
2 9365 V2 ahaha 
3 9543 

1 9967 

1 7928 haya 
29 «6855 10/24/57 
25 4943 7/13/57 
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0M PART NOMDER 
9, F27710 

10. 9003 

li. F2400.-6 

22. «©9F2.8104-3 

23. P9008 

14. =¥561110-1 

18. Pas48~3 

16. = F2448~4, 

17. «= F2448-5 

18. = P2486 

19. FRaod 

20. ¥F32006-5 

21. ¥F9003 

22. ¥F1553 

23. 

Zhe F2S00 

25, 


26 Appranred For ReledaeepiOa@04/18 


Bottle Assy 


Seat Pack 
Rose Asay 


Hose Assy 


Hose Assy 


Rose Assy 
Hose Assy 
Regulator 
Reducer 

Faceplece 


Recuder 


See Amendment. fr. 19, 


Regulater 


See Amendment Nr. 10, 


25 


Qty PR 
40 Fn Pa13 
30 8-13-34, 
2 8013~33 
20 12-13-24 
6 10-0217 
ia 3-4~-620 
50 uhn620 
37 Jah-620 
25 Qnb- G20 
25 34-620 
2 Fudanb20 
(2400.7) 
2 a Oe 
20 3021-1) 
ry 3-21-11 
4 32161) 


QTY RECEIVED INVOICE 


10-8124 
300 GAT 


: CIA-RBP81 BONSE9R000800 1 08908 -8 
& 12713 


11/5/57 | 
12/16/57 


2/28/58 


2/27/58 
11/8/57 
e678 
4/16/58 | 
4/11/58 


6/20/87 
8/2/57 


10/7/57 
6 20/57 i 


6/20/57 
6/20/57 | 


1/3/57 
7/25/57 


9/20/57 | 
3/6/58 
4/9/58 
a8 


8/6/57 


7/3/57 ! 


12/9/57 
3/26/52 


25X1A9a 
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2a Sohedule I, Phase I¥ - Add 


ZUM PART NUMBER 
10, 8653 

13, S6211M 

12. S647D 

13. S621LM 

Wd. 3646 

15. 86331 

162 MAq2 

17. 98653 

38. 3646 


DESCRIPTION 


Coverall, Light 1 for -4 
1 for -11 


Boots 
$xit fer -11 


Gloves 2 for -5 
2 for ~11 


Suit for -5 
Gloves 

Coveralis for -5 
‘Helnet Mod for ~4 
Boots 


Gloves 


2o Schedule I, Phase V - ADD 


33m 0 PART NUMBER 
19. 9653 

20. S692 

21. 47D 

22. WA-2 

23. 86321 


DESCRIPTION 
Boots for -69 
Helnst Bladder 
Gloves 2 for -4 


2 for -11 
2 for -~59 


1 for - 19 


1 for -17 
1 for ~26 
2 for -33 


QTY RECEIVED © JHWOICE 


1 


Wo Record 


8840 6/4/57 
S867 6/12/57 
S778 2/12/57 
S445 3/1/57 
8378 = 2/12/57 
8445 3/1/57 
s288 1/18/57 
8378 2/12/57 
8204 12/18/56 
$597 ree 
8590 4/16/57 


QTY Ese QTL RECEIVED INVOICE. 
hu~26-22 1 


1 
6 
12 


1 cor 


Helmet Mod 


Coverall fi Vises 


nT 


9 


2-87 


6 


4217 = 6/20/57 
$530 4/23/57 
36% 5/19/58 
You 58-19231 
S476 3/7/58 
No Record 

§249 11/1/57 
8273. 11/13/57 
$265 11/8/57 
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256 
26, 


MB.5 
3653 


Coverall Hi Visa 9 
Helmet Vod 7 
Boots Mod 12 
Boots Un-Mod 5h 


26 Shedule I, Phase ¥ - Delete iteme 3 thru 16. 


3-5-3104 
2 
z 

1 

Tuko23 7 
Jatu23 12 
3d, 


2d Schedule TIT - General-Change items 3 and 5 to the following: 
| See Exhibit H& T 


36 


50 


28 
af 


$646 


Seredule II, Phase I¥ - Delete items 23 and 25. 


Gloves 


179 
(IN addition to those supplied with suits) 


Design Change 190 
(Incorporated into 190 suits) 


Sehedule II, Phase IV - add 


F18104-3 
F2iL8~6 


F561110-1 
B1L980 
s17ni08 
¥277210 
#9003 
F2i48—1 
F2d,6~1 
FDL500 
¥D1500 


Bottle Assy 10 
Hose Asay 6 
Disconnect 6 
Discomect 19 
Hose Asay 15 
Facepeice 2 
Hose Assy 2 
Hose Assy 1 
Disconnect 3 
Disconnect 4 


See Sxhibit E 
1-9-28 10 1822 
1-9=28 3 §©12063 
3 11136 
19-28 5 12053 
12-17-25 6 9962 
4 11263 
12-20-26 15 11266 
3-21-11 1 1845 
2-19-29 2 6832 
2-19-29 1 6832 
3+26-1 3 87004231 
4 246 


2g Schedule IV - As amended by amendment 5 - Delete itez 8. 
Schedule TV ~ As amended by amendment 5 - Delete 7b. 


zh 
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Qt EsR. OTL RECEIVED INVOICE 


8/20/58 


wis 


8/25/58 


58 
z/as/s 


3/12/58 
Za 758 
2/28/58 
3/12/57 
16/23/57 
10/23/57 
3/26/57 
8/28/56 


X1A9a 
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34 Schedule VII - As amended by anendement 9 ~ Delete iter 131. 


2j Sehedule VII ~ As amended by amendment 9 - Items 145 thru 167 procured under 
sontract HF-CT-692. 


168. 24-P198 Male Dot Fast. 2 Wwl7-107 24 S381 1/21/58 
BhnP1216 
169. 24-P200 Female Dot Fast. 24 l?~107 24 5381 1/21/58 
2hP201 
170. ¥18112 Strap 20 1-9-28 a 108 is 
171. e : Gauge 2 19-28 2 10813 2/11/58 
172. $43 Tape 4  1-9-26 4 12053) 3/12/58 
173. $703 Zipper 40" 30 1-Gu2@ «= 0s 9/15/58 
174. 32920 Connector 10 1e2h112 10 «112279—_2/12/58 
175. ag" Ring 6 W211 6 WAN = 2/12/58 
176. 3699 41226 Connector 5 Y21-212 «§ «(2112792 /12/58 
177. 843 Tape | 10 e2l-111 10 12087 «= - 3/21/58 
176. S704 Stop 25 12-27-27 25 12326 «3/15/58 
179. 8705 Stop 10 12427-27 10 12326 3/15/58 
180. ¥Fj025~5 Flow Tester 10 12-27-27 10 9886 3/4/58 
181. ai isi Kit 1 No Record 
182. 8718 Male Connector 5 813-33 5 Yeu 58-6118 


2k Reinstate the following item deleted from Amendment by amendment nor. ° 
Spare Parte Kit 1 1 8203-439 3/20 
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